REGD. GOA - 5 


Panaji, 17th September, 1998 (Bhadra 26 , 1920 ) 


SERIES I No. 25 


pret 


OFFICIAL GAZETTE 


GOAT 


GOVERNMENT OF GOA 


EXTRAORDINARY 


GOVERNMENT OF GOA 


Department of Power 


Office of the Chief Electrical Engineer 


Notification 


120 /2 /CEF /TECH / 1573 


Read : 1) Governmeni: Notification No. 120 / 2 /CEE / 

ITECH /2035 dated 26-8-1997 , published in the 
Official Gazette Series I No. 22 dated 
1-9-1997 . 


2 ) Government Notification No. 120 / 2 /CEE / 

/ TECH / 2694 dated 15-10-1997 , published in 
the Official Gazette Series I No. 29 dated 

17-10-1997. 
3 ) Corrigendum Notification No. 120 /2 /CEEI 

TECH /3627 dated 21-1-1998 , published in the 
Official Gazette Series I No. 43 dated 
22-1-1998 


In exercise of the powers conferred by Section 23 read with 
Section 51 A of the Indian Electricity Act, 1910 ( Central Act 
9 of 1910 ) and Section 21 of the General Clauses Act, 1897 
( Central Act 10 of 1897 ), theGovernmentofGoa hereby rescinds 
the GovernmentNotification No , 120 / 2 /CEE / TECH /2035 dated 
26-8-1997 , published in the Official Gazette , Series I No. 22 
dated 1-9-1997 ( Extraordinary No. 2 ), with effect from 
16-1-1998 

By order and in the name of the Governor of Goa . 
R.A.Ghali , Chief ElectricalEngineer and Ex - Officio Additional 
Secretary . 

Panaji , 17th September, 1998 . 
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